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Mint of the United States at Philadelphia, Pa., 
Superintendent’s Office, 
August 3, 1883 


Sir 

The designation of Mr. William S. Steel, Assistant Coiner, to be Acting Coiner during 
your temporary absence at any time from the institution, has been approved by the Acting 
Director of the Mint under date of Aug. 2nd. 

You will however be expected to report any contemplated absence, to this office as usual. 

Very respectfully, 

L.R. Cowperthwaite 


Acting Superintendent 


O.C. Bosbyshell Esq. 
Coiner 


